


TANK COMES COMPLETE with 6’ 2-braid air hose, air chuck, relief assembly 


with shut off valve, filler valve, and 200 Ib. air gauge. 


TANK IS HYDROSTATICALLY TESTED to 300 pounds pressure — 


12 gauge steel, 10 gallon capacity. Recommended working pressure 150 pounds 


ALL PARTS GUARANTEED for one full year under normal usage. 





TANK AIR CAPACITY WEIGHT 
10 gallon 150 pounds 25 pounds 


MANUFACTURED BY Dlileway Sales, Juc. HORICON, WISCONSIN 





